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TO* 

FBCMl 

80BJECT* Status of file Installation* within tl» Agency 


The figures llstefl helcw reflect the potential and actual 
instaXlatlon* of the Subject Filing Syatea according to Handbook 
as of thl* date* 

I. Total potential 372 

Total Installationa ^7^ 

Mlance 205 

I^roentage Coeipleted ?8.8^ 


II, Breakftcnra by area to be in* tailed 
DDI 


Office Staff 67 

Bivialen 8^ 

Total T5T^ 


Office Staff 
Dlvialon 


1^6 


5/DCI "13 
Total - 265 
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